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TREMON,  NEW  JERSEY 


^  VERY  YEAlt  the  nation  is  becoming  more  and  more  light  conscious  which 
Co  is  chiefly  contributed  to  the  tremendous  amount  of  educational  programs 
instituted  by  the  radio,  newspapers,  magazines,  colleges,  and  utility 
home  lighting  advisories,  all  in  an  effort  to  preserve  the  eyes  of  the  Nation.  In 
harmony  with  this  beneficial  campaign  for  eye-health  illumination  we  are  proud 
to  present  our  new  catalogue.  An  abundance  of  new  glass  shaded  fixtures  at¬ 
tractively  styled  in  correct  and  authentic  designs  are  illustrated  throughout  the 
book.  Each  fixture  is  styled  to  reflect  the  traditional  characteristics  of  the  period 
it  represents  and  blends  harmoniously  with  modern  furnishings  and  today  s 
architecture.  Appropriate  and  carefully  selected  lighting  fixtures  add  charm 
and  decorative  beauty  to  the  home  and  glareless  shaded  fixtures  produce  the 
quality  of  light  that  is  restful  to  the  eyes.  Examine  carefully  the  foregoing  pages 
and  get  acquainted  with  the  large  and  varied  selection  of  new  lighting  fixtures 
that  embody  the  important  features  of  quality,  decorative  beauty,  value  and 
eve-health  illumination. 
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Lasting  beauty  is  assured  on  all  our  products  through  the  expert  use  of  modern  methods  and  high 
grade  materials  applied  by  skilled  workmen  in  producing  a  finish  that  will  retain  its  beauty  as  long 
as  the  home  endures. 


Underwriters'  Approval 

All  fixtui  ■es  illustrated  in  this  catalogue  bear 
the  Board  of  Fire  Underwriters’  label  of  approval 
as  having  complied  with  the  rigid  specifications 
set  up  by  the  board  to  insure  absolute  safety. 


Packing 

All  units  are  expertly  packed  complete  in 
special  built  corrugated  cartons  to  insure  safe 
and  economical  delivery. 
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4904 — 1  Light  4905 — 5  Light — 3  Way  Switch  4901 — 1  Light — -Switch 

Length  13"  width  8"  Length  42"  width  20"  Back  6)4"  x  334"  extends  6" 


Glassware:  Light  ivory  shades  with  carved  satin  etched 
decoration  clear  crystal  center  ornament. 

Finishes:  French  Gold:  Bronze  and  Gold:  Pewter  and  Gold. 
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R  0  X  B  0  R  0 


4900 — 4  Light 
Length  42"  width  16 Yi" 


4910 — 4  Light 
Length  10"  width  16^4" 


4920 — 3  Light 
Length  36"  width  14^4" 


Glassware:  Light  ivory  bowls  with  carved  satin  etched 
decoration,  clear  crystal  center  ornament. 

Finishes:  French  Gold:  Bronze  and  Gold:  Pewter  and  Gold. 


F  5 


JEFFERSON 


4801 — 1  Light  with  Switch  4805 — 5  Light — 3  way  Switch  4804 — 1  Light 

Back  614"  x  V/i'  extends  6"  Length  42"  width  20"  Length  13"  width  8" 

Glassware:  Light  ivory  shades  with  frosted  clear  cut  top. 

Frosted  clear  cut  center  ornament. 

Colonial  Brass:  Bronze  and  Gold:  Pewter  and  Gold. 
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Finishes: 


JEFFERSON 
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4810 — 4  Light  4830  —3  Light  4800  -4  Liglit 

Length  10"  width  16^"  Length  8"  width  12^"  Length  36"  width  16^" 

Glassware:  Light  ivory  glass  with  frosted  clear  cut  band. 

Frosted  clear  cut  center  ornament. 

Colonial  Brass:  Bronze  and  Gold:  Pewter  and  Gold. 
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Finishes: 


ARLINGTON 


5721 — 1  Light  with  Switch 
Back  53 ■/i"  dia.  extends  6" 


5725 — 5  Light 
Length  42"  width  21" 


Glassware:  Colonial  cut  shades,  polished  clear  cut  center 
ornament,  and  best  quality  plastic  prisms. 

Finishes:  Colonial  Brass:  French  Gold. 
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ARLINGTON 


4100 — 4  Light 
Length  42"  width  16J4" 


4110 — 4  Light 
Length  7"  width  16L£" 


4120 — 4  Light 
Length  5"  width  \6l/2n 


Glassware:  Colonial  cut  bowls,  polished  clear  cut  center 
ornament. 

Colonial  Brass:  French  Gold. 
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Finishes: 


MOmCEUO 


4572 — 2  Light  457S—  5  Light 

Length  19"  overall  Length  42"  width  20" 


4562—2  Light 
Length  21"  overall 


Glassware:  Polished  clear  glass  shades  with  frosted  cut  band. 
Clear  crystal  trim;  polished  beveled  mirrors. 

Finishes:  Polished  Chrome:  French  Gold. 
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BURLINGTON 


4592 — 2  Light 
Length  16"  overall 


4585  5  Light 
Length  42"  width  22" 


4582  -2  Light 
Length  18"  overall 


Glassware:  Colonial  frosted  clear  etched  shades. 

Clear  crystal  trim;  polished  beveled  mirrors. 

Finishes:  PolisheJ  Chrome:  French  Gold. 


F  11 


EMBASSY 


4755 — 5  Light 
Length  42"  width  20" 


4751 — 1  Light  with  Switcli 
Back  6X4"  x  3^2"  extends  53^" 


Glassware:  Colonial  shades,  clear  etched,  clear  crystal  break 
and  trim. 

Finishes:  Colonial  Brass:  Polished  Chrome. 
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NATCHEZ 


4151 — 1  Light  with  Switch 
Back  53/2"  dia.  extends  43/£" 


4155 — 5  Light 
Length  42"  width  20" 


Glassware:  Colonial  shades,  clear  etched,  crystal  glass  trim. 
Finishes:  Colonial  Brass:  French  Gold:  Silver. 
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ROYAL 


3805  5  Light 
Length  42"  width  20" 


3804 — 1  Light 
Length  14"  width  8" 


3801 — 1  Light  with  Switch 
Back  634"  x  334"  extends  534,/ 


Glassware:  Colonial  frosted,  clear  etched  shades. 

Clear  crystal  center  ornament,  plastic  prisms. 

Finishes:  Chrome  and  Gold:  French  Gold. 
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ROYAL 


3820 — 4  Light 
Length  12"  width  I6J/2" 


3810 — 4  Light 
Length  7"  width  19" 


3800  4  Light 
Length  42"  width  16^" 


Glassware:  Light  beige  with  white  satin  etched  top  band. 
Finishes:  French  Gold:  Bronze  and  Gold:  Chrome. 
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OXFORD 


5101 — 1  Light  with  Switch  5105 — 5  Light 

Back  5^4"  dia.  extends  4 %"  Length  42"  width  19" 


5104 — 1  Light 
Length  13"  width  8" 


Glassware:  Colonial  cut  shade,  takes  40  watt  lamp. 

Finishes:  Colonial  Brass:  Polished  Chrome:  Pewter  and 

Gold. 
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HURRICANE 


5151 — 1  Light  with  Switch  5155 — 5  Light  5154 — 1  Light 

Back  4 dia.  extends  5"  Length  42"  width  20"  Length  13"  width 

Glassware:  Colonial  clear  cut  hurricane  shades,  clear  cut 
crystal  ornament. 

Finishes:  Colonial  Brass:  Silver:  Pewter  and  Gold. 

These  numbers  are  regularly  furnished  with  standard  Edison  base  sockets, 
Candelabra  sockets  furnished  on  request  only. 

No.  5155  also  available  with  3-way  switch — see  list  price. 
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2302  -2  Light  with  Switch 
2312 — 2  Light  with  Switch 
Back  4F£"  dia.  extends  5" 

One-Light  Brackets 
2301  I  Light  (not  show ti) 
2311  1  Light  (not  shown) 

Back  \x/i'  dia.  extends  5" 


Glassware: 

Finishes: 


2305 — 5  Light 
2315 — 5  Light 
Length  42"  width  19" 


2303  -3  Light 
2313  -3  Light 
Length  36"  width  15" 


2304  1  Light 
2314  1  Light 

Length  14"  width  8" 

Colonial  frosted,  clear  cut  shades. 

Colonial  Brass:  Pewter  and  Gold. 
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LAFAYETTE 


2651 — 1  Light  with  Switch 
Back  4J4"  dia.  extends  5" 

2654  l  Light 
Length  14"  width  8" 


2655  5  Light 
Length  42"  width  19" 

2653  -3  Light  (not  shown) 
Same  as  2655  except  3  Lights 
Length  36"  width  15" 


Glassware:  Colonial  frosted,  clear  cut  shades.  Clear  crystal  trim. 


Finishes:  Colonial  Brass:  Polished  Chrome. 


F  19 


BAINBRIDCE 


5305 — 5  Light 
Length  42"  width  20" 


5301  1  Light 

Back  4%"  dia.  extends  5}4" 


Glassware:  Colonial  cut  shades,  take  40  watt  lamp,  candle 
sockets,  clear  crystal  ornament  and  bobashes. 

Finishes:  French  Gold:  Polished  Chrome:  Silver. 
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CHESAPEAKE 


5201 — 1  Light  with  Switch  5205 — 5  Light  5204  -1  Light 

Back  4 x/l'  dia.  extends  5"  Length  42"  width  20"  Length  13"  width  8^" 

Glassware:  Colonial  etched  shades,  clear  crystal  center 
ornament. 

Finishes:  Colonial  Brass:  Silver:  Pewter  and  Gold. 

No.  5205  also  available  with  3-way  switch — see  price  list. 
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HALIFAX 


5501  1  Light  with  Switch 
Back  dia.  extends  5^4" 


5505 — 5  Light 
Length  42"  width  20" 


5510 — 1  Light 
Lengtli  8"  width  5" 


5504 — 1  Light 
Length  13"  width  8" 


Glassware:  Light  ivory  shades  with  clear  crimped  top. 
Finishes:  Bronze  and  Gold:  French  Gold. 
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FAIRFAX 


5521  1  Light  with  Switch 

Back  extends 


4310  1  Light 
Length  8"  width  5" 


5525  5  Light 
Length  42"  width  20" 


5524 — 4  Light 
Length  13"  width  8" 


Glassware:  Colonial  frosted,  clear  cut  shades. 


Finishes:  Colonial  Brass:  Pewter  and  Gold. 
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BRISTOL 


5251 — l  Light  with  Switch  5255 — 5  Light  5254 — 1  Light 

Back  6)4"  x  3)4"  extends  5)4"  Length  42"  width  20"  Length  13"  width  8)4" 

Glassware:  Light  ivory  bottom  with  frosted  cut  top.  This 
shade  retains  its  colonial  charm  but  eliminates 
the  glare  of  the  conventional  all  frosted  type. 

Clear  cut  crystal  center  trim. 

Finishes:  Colonial  Brass:  French  Gold:  Pewter  and  Gold. 
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CONCORD 


\ 

5401 — 1  Light  with  Switch 
Back  5 Yi'  dia.  extends  6" 


5405  5  Light 
Length  42"  width  21" 


5404  1  Light 

Length  15"  width  9" 


Glassware:  Colonial  frosted  and  clear  chimney  takes  40  watt 
lamps. 

Finishes:  English  Brass:  Colonial  Brass:  Antique  Pewter. 
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VIRGINIAN 


5561  1  Light  with  Switch  5565 — 5  Light  5564 — 1  Light 

Back  Sy2"  dia.  extends  6"  Length  42"  width  20"  Length  13"  width  8" 


Glassware:  Light  ivory  shades  with  clear  crimped  top. 
Finishes:  French  Gold:  Chrome  and  Gold. 
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GEORGIAN 


5581 — 1  Light  with  Switch  5585 — 5  Light 

Back  5 Yl'  dia.  extends  6"  Length  42"  width  20" 

Glassware:  Colonial  frosted,  clear  cut  shades. 

Finishes:  Colonial  Brass:  Chrome  and  Gold. 


5584  1  Light 

Length  13"  width  8" 

Clear  crystal  trim. 
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WATERFORD 


3605  5  Light 
Length  42"  width  20" 

3601 — 1  Light  with  Switch 
Back  414"  dia.  extends  5" 


3604 — 1  Light 
Length  16"  width  8" 

3603 — 3  Light 
Length  36"  width  16" 


Glassware:  Colonial  frosted  etched  shades,  clear  crystal 
center  ornament  and  bobashes. 

Finishes:  Colonial  Brass:  Polished  Chrome. 
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CORONET 


3651 — 1  Light  with  Switch 
Back  4L2"  dia.  extends  5" 


3654  ]  Light 

Length  16"  width  8" 


3655  5  Light 
Length  42"  width  20" 


Glassware:  Colonial  frosted  etched  shades,  clear  crystal 
center  ornament  and  trim. 

Finishes:  Polished  Chrome:  French  Gold. 
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CAPITOL 


1751 — 1  Light  with  Switch 
Back  434"  dia.  extends  6" 

1754 — 1  Light 
Length  14"  width  8" 

Glassware:  Ivory  glass  shades. 


1755 — 5  Light  3  way  Switch 
Length  42"  width  20" 

1753 — 3  Light  (not  shown) 
Same  as  1755  except  3  Lights 
Length  36"  width  15" 


Finishes:  Bronze  and  Gold:  Chrome,  Ivory  and  Gold. 
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3351  1  Light  with  Switch 

Back  6L2 "  x  3  extends  6 

3354  1  Light 

Lengtli  12"  width  8" 


3355  5  Light  3  way  Switch 
Length  42"  width  20" 

3353 — 3  Light 
Length  36"  width  16" 


Glassware:  Ivory  glass  shades. 

Finishes:  French  Gold:  Bronze  and  Gold. 
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HALL 


Lighting  for  the  Hall,  Foyer  and 
Stairway  that  creates  an  atmosphere 
of  distinction,  yet  warm  and  inviting. 


4250 — 3  Light 
Length  15"  Width  8" 
Clear  cut  cylinder  7"  dia. 


4240—3  Light 
Length  36"  Width  8" 
Clear  cut  cylinder  7"  dia. 


2771 — 3  Light 
Length  12"  Width  9" 
Clear  polished  cut  glass 


2770  ~3  Light 
Length  36"  Width  9" 
Clear  polished  cut  glass 


Finishes:  Colonial  Brass, 
Pewter  and  Gold 
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NALL 


\dequate  hall  lighting  introduces  a 
spirit  of  true  hospitality  that  can  be 
effected  throughout  the  home. 


4160 — 3  Light 
Length  36"  Width  10" 
Clear  polished,  clear  cut  glass. 


4170 — 3  Light 
Length  13"  Width  10" 
Clear  polished,  clear  cut  glass. 


4180  I  Light 
Length  36"  Width  834" 
Colonial  frosted  clear  etched  glass. 


4190 —  1  Light 
Length  13"  Width  834" 
Colonial  frosted  clear  etched  glass. 


Finishes:  Colonial  Brass:  French 
Gold:  Pewter  and  Gold. 


WT 
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CHATHAM 


A  charming  addition  to  the  popular 
Early  American  or  Provincial  small 
dining  room. 


4320—1  Light 
Length  42"  Width  15" 


4340 — 1  Light 
Length  42"  Width  15" 


GLASSWARE 


4320 — Frosted  clear  top  chimney 
takes  100  watt. 


4340  -Ivory  glass  shades,  clear 
crystal  trim. 


FINISHES 


Colonial  Brass  with  Pewter  shade 
or  all  English  Brass. 

Shades  also  available  in  colors  on 
request  only. 
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H  Y  A  NN  I  S 


Charming  odd  pieces  that  add  an 
authentic  colonial  touch  to  the  break¬ 
fast  nook,  den  or  other  odd  locations 
in  the  home. 


1670 — 1  Light — Keyless 
Length  36"  Width  12" 

Ivory  glass  6"  dia. — takes  100  watt. 


1676 — 1  Light — Keyless 
Width  12"  Depth  5" 

Ivory  glass  6"  dia. — takes  60  watt. 


1678 — 2  Light — Keyless 
Width  12"  Depth  5" 

Ivory  glass  8"  dia. — takes  2-60  watt. 


4601 — 1  Light — Switch 
Back  dia.  6"— Ext.  4^" 


4603 — 3  Light — Keyless 
Length  13"  Width  12" 


4604 — 1  Light — Keyless 
Length  12"  Width  10" 


Finish:  Colonial  Brass,  English 
Brass  or  Pewter  with  inside 
of  reflector  white. 
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LOWELL 


A  well  designed  group  of  three  light 
pieces  with  matching  brackets.  Ex¬ 
cellent  workmanship  and  adherence  to 
detail  add  to  the  charm. 


f2461 — 1  Light  with  Switch. 
Back  dia.  extends  4 
Ivory  glass  takes  40  watt. 


f2723 — 3  Light 
Length  36"  Width  12} -2" 
Ivory  glass  takes  60  watt. 


*4741 — I  Light  with  Switch 
Back  4 dia.  extends  5" 


*4743 — 3  Light 
Length  36"  Width  12}  2" 
Frosted,  clear  etched  shades. 


*5153 — 3  Light 
Length  36"  Width  15" 
Clear  cut  hurricane  shades. 


|Finish:  Ivory  and  Gold;  Chrome 
and  Gold. 

*  Finish:  Colonial  Brass:  Pewter 
and  Gold. 
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PLYMOUTH 


A  group  of  small  pieces  that  add 
distinction  with  economy  to  the  den, 
upper  hall,  or  other  locations  in  the 
average  small  home. 


1976— -1  Light — 60  watt. 
Width  6J4"  Depth  4" 


3306 — 1  Light 
Length  .46"  Width  hW' 


3307 — 1  Light 
Length  10"  Width  6 y2" 


*3310 — 1  Light 
Length  36"  Width  12" 


*3514  I  Light 
Length  36"  Width  10*4" 


Glassware:  Colonial  frosted  cut. 

Finishes:  Colonial  Brass.  *Metal 

shades.  Pewter  finish 
white  inside.  Available 
in  Antique  Bed  or  Green 
on  request  only. 
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4  14  0-12  GLASS 


4145  -10  GLASS 
4148  -  8"  GL  AS  S 


4  I  3  0  -I2"GLASS 


4135-10"  GLASS 


CROMWELL 


A  varied  collection  of  Colonial 
frosted  cut  glass  pieces  in  flush  and 
semi-flush  ceiling  mounting  type. 


1975—3  Light 
Length  6"  width  W]/^' 

1978 — 2  Light 
Length  6"  width  9J4” 


4130—3  Light 
Length  8"  width  12" 

4135 — 2  Light 
Length  7C2"  width  10" 


4140 — 3  Light 
Length  6"  width  12" 

4145—2  Light 
Length  6"  width  10" 

4148—2  Light 
Length  5"  width  8" 


4310 — 1  Light 
Length  8"  width  4" 

4314  1  Light 

Length  6"  width  7" 

4390 — 1  Light 
Length  9"  width  1 1 " 


Glassware:  Colonial  frosted  cut. 

Finish:  Colonial  Brass 

Pewter  and  Gold 


1975  -10  "6  LASS 
1978  -  8  "GLAS  S 
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HOPEWELL 


Colonial  treatment  plus  lighting 
efficiency  combined  to  create  pleasing 
illumination  for  the  Hall,  Dinette,  or 
Den. 


4304 — 1  Light — 75  watt 
Length  11"  width  12" 


4306 — 2  Light — 60  watt 
Length  8"  width  12" 


4312 — 1  Light — 60  watt 
Length  6"  width  12" 


4313 — 1  Light — 75  watt 
Length  36"  width  12" 


4380 — 3  Light — 40  watt 
Length  6"  width  14" 


Glassware:  Colonial  Frosted  cut. 
Finish:  Colonial  Brass 

Pewter  and  Gold 
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BEDROOM 


Beautifully  carved  and  toned  glass 
to  provide  soft  and  glareless,  but  ade- 
ffuate  illumination  for  the  Master  Bed 
Room. 


4530 — 3  Light 
Length  5"  Width  12 
Ivory  toned  glass. 


4540 — 3  Light 
Length  14"  Width  12  y2" 
Ivory  toned  glass. 
Clear  crystal  center  stem. 


4840  -3  Light 
Length  10"  Width  I2J4" 
Ivory  glass  with  frosted  cut  band. 


4930 — 3  Light 
Length  6"  Width  14^" 

Light  ivory  glass  with  carved  satin 
decoration. 


4940—3  Li  glit 
Length  14"  Width  Uy2" 

Light  ivory  glass  with  carved  satin 
decoration. 

Clear  crystal  center  stem. 


Finishes:  French  Gold. 
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BEDROOM 


A  collection  of  Hush  and  semi-flush 
ceiling  pieces  in  various  sizes  in  2I are- 
less  ivory  glass.  Neat,  practical,  and 
inexpensive. 


4360—3  Light 
Length  6"  Width  14" 


4370 — 3  Light 
Length  9"  Width  1 1 " 


4630—3  Light 
Length  8"  Width  12" 


4640 — 3  Light 
Length  6"  Width  12" 


4645 — 3  Light 
Length  6"  Width  10" 


4648-  2  Light 
Length  5"  Width  8" 


4830 — 3  Light 
Length  8"  Width  12" 


Glassware:  Light  ivory  bowls. 


Finishes:  French  Gold,  Bronze  and 

Gold. 
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4  3  6  0 


BEDROOM 


Proper  bedroom  illumination  taste¬ 
fully  and  thoughtfully  selected  is  a 
pleasing  compliment  to  the  other 
decoration  in  the  room. 


2751 — 1  Light — switch 
Back  4 Yi'  dia.  ext.  4" 
Ivory  shade — 40  watt 


2753 — 3  Light 
Length  14"  width  14" 
Ivory  shade — 40  watt 


3173 — 3  Light 
Length  14"  width  12" 
Ivory  shade — 40  watt 


3185 — 3  Light 
Length  12"  width  10" 
Ivory  bowl  10"  dia. 


3570  —3  Light 
Length  8"  width  12" 
Ivory  decorated  bowl. 


Finish:  Eggshell  and  gold 
Ivory  and  gold 
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BEDROOM 


Attractive  in  appearance,  efficient 
in  illumination,  and  appealingly  low- 
cost  bedroom  lighting. 


2519 — 1  Light 
Length  10"  width  7^" 


2520 — 1  Light 
Length  12"  width  1134" 

Glass  Colors:  Beige,  white,  rose,  or 
green. 

Finish:  Ivory  or  Eggshell. 


4345 — 3  Light 
Length  4 34”  width  1134” 
Ivory  glass  10"  dia. 


4348 — 2  Light 
Length  434"  width  934” 

Ivory  glass  8"  dia. 

Finish:  Colonial  Brass  or  Chrome- 
Crystal  trim. 


4510  -2  Light 
Length  334”  width  1034” 


4520 — 2  Light 
Length  6"  width  1034” 
Iridescent  way  glass  bowl. 
Finish:  Colonial  Brass  or  Pewter. 


4950  -1  Light — 100  watt 
Length  9"  width  8J4” 

Ivory  glass  bowl  with  satin  etched 
decoration. 

Finish:  Eggshell  or  Ivory 


5510 — 1  Light — 60  watt 
Length  8"  width  5" 
Ivory  glass — clear  top. 
Finish:  Colonial  Brass. 
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FARMHOUSE 


Simple,  economical  lighting  with  a 
“Farmhouse”  character  that  is  ideally 
suited  to  Early  American  interiors. 


5601 — 1  Light 
Plate  7"  dia. 


5602 — 2  Light 
Plate  6V2"  x  8 y2" 


5603 — 3  Light 
Plate  11"  dia. 


5610 — 1  Light 
Length  8"  Width  9J/^" 
Embossed  ivory  glass. 


5623 — 3  Light 
Length  14"  Width  11" 
Clear  cut  hurricane  shades. 


5624 — 1  Light 
Length  12"  Width  7" 
Clear  cut  hurricane  shade. 


Finishes:  Colonial  Brass;  English 
Brass;  Pewter. 
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VALLEY 

FORGE 


The  charm  and  character  of  hand 
made  craftsmanship  is  carefully  repro¬ 
duced  in  this  group  of  Early  American 
Sconce  brackets. 


5621  -1  Light 
Back  5"  x  7"  extends  5" 
Clear  cut  hurricane  shade. 


5631 — 1  Light 
Back  5"  x  7"  extends  434" 


5641  1  Light 

Back  434”  x  8"  extends  434" 
Frosted  cut  shade. 


5651 — 1  Light 

Back  434”  x  8"  extends  4 y2" 


5661 — 1  Light 

Back  43 4”  x  10"  extends  334” 


5671 — 1  Light 
Back  7"  dia.  extends  434" 


Finishes:  Colonial  Brass;  English 
Brass;  Pewter. 
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147  5  "  10"  GLASS 
1478-  8  "glass 


I  3  76 ' 6"  G  LA 


137  5  -  I  0 "G  LASS 
13  7  8  "  8  "GLASS 


1476  -6  "6  LASS 


NAUTICAL 

Well  constructed,  sturdy  lighting  in 
the  popular  “nautical”  manner  that 
adds  to  the  recreation  room,  summer 
cabin,  or  child’s  room  in  addition  to 
giving  good  illumination. 


11070  -1  Light — Keyless 
Width  9"  Depth  7" 
Clear  Glass — takes  60  watt. 


fl071 — 1  Light — Switch 
Back  434"  dia. — Ext.  414" 
Ivory  Glass — takes  60  watt. 


|1076 — 1  Light — Keyless 
Ivory  Glass  6"  dia. 
Takes  60  watt. 

*1375 — 3  Light — Keyless 
Glass  10"  dia. 


*1376 — 1  Light— Keyless 
Glass  6"  dia. 


*1378  -2  Light — Keyless 
Glass  8"  dia. 


*1475 — 3  Light — Keyless 
Glass  10"  dia. 


*1476 — 1  Light — Keyless 
Glass  6"  dia. 


*1478  1  Light — Keyless 
Glass  8"  dia. 

f Finish — Marine  Bronze  and  Gold. 

*  Finish — Polished  Brass  with  solid 
maple  wood. 

Glass — Ivory  with  clear  louvre  bottom. 
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SERIES 


Every  detail  from  solid  maple  wheel 
to  polished  brass  anchor  has  been  care¬ 
fully  reproduced  to  give  that  sea-going 
flavor  to  any  room  in  the  house. 


*1550—  1  Light — keyless 
Length  10H"  Width  8" 


*1551—1  Light— Switch 
Width  8"  Ext.  4" 


*1553 — 3  Light — Keyless 
Length  10"  Width  17" 


fl575 — 3  Light — Keyless 
Length  6"  Width  14" 


fl578 — 2  Light — Keyless 
Length  6"  Width  12" 


*1563 — 3  Light — Keyless 
Length  10"  Width  18" 


*  Hammered  crystal  glass  takes  00 
watt. 


flvory  glass  bowl. 

Finish:  Polished  Brass  with  solid 
maple  wood. 
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OUTDOOR  LIGHTING 


|303 — 1-Light.  Keyless 
J304 — 1 -Light.  Keyless 
|313 — 1-Light.  Keyless 
*401  -1-Light.  Keyless 
*402  -1-Light.  Keyless 
*403 — 1-Light.  Keyless 
*405 — 1-Light.  Keyless 
*406 — 1 -Light.  Keyless 


Length  13". 
Length  12". 
Length  12". 
Length  10  K" 
Length  10". 
Length  10". 
Length  10^4" 
Length  12". 


Width  5J^" 
Width  8 
Width  6  V2" 
Width  5" 
Width  5" 
Width  5" 
Width  5" 
Width  6V2" 


All  Copper  Metal — Back  Dia.  4%" — Takes  60 -Watt. 
\Finish:  Antique  Copper  or  Black-  Satin  Frosted  Glass. 
*Finish:  Antique  Copper  Only — Crystal  Crackled  Glass. 
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Chrome 

Lighting  Fixture  Section 
for 

BATHROOM  and  KITCHEN 

including  the 
LllILINE  SERIES 

T 


RACKETS  and  fixtures  illustrated  in  this  section  constitute  a  complete 
and  varied  line  for  kitchen  and  bathroom  lighting,  styled  and  designed 
to  harmonize  with  present  day  equipment  and  furnishings. 


The  lumiline  series  also  has  a  definite  place  in  the  wide  field  of  interior  lighting 
where  modern  decorative  designing  requires  unconventional  treatment,  and  the 
style  lends  itself  to  many  uses  for  both  commercial  and  residential  lighting. 

Our  application  of  chrome  finish  is  accomplished  through  the  use  of  up  to  date 
scientific  methods  that  insure  long  life  and  constant  brilliant  service. 
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I  ll  M  I  I  I  \  [ 


812  1-Lgt.  Toggle  Sw.  12"  Bulb.  Back  IB,"  x  16" 

818  1-Lgt.  Toggle  Sw.  18"  Bulb.  Back  1  4"  x  22" 

825  1-Lgt.  Turn  Sw.  Tub.  Bulb.  Back  2^"  x  154" 
905  1-Lgt.  Toggle  Sw.  12"  Bulb.  Back  2j4"  x  13  4" 

910  — 1-Lgt.  Toggle  Sw.  18"  Bulb.  Back  2  4"  x  214" 

905 1  f-  1-Lgt.  Toggle  Sw.  12"  Bulb.  With  4  If'  dia.  Plate 

910 1  f  1-Lgt.  Toggle  Sw.  18"  Bulb.  With  4  4"  dia.  Plate 

909  1-Lgt.  Toggle  Sw.  12"  Bulb.  With  Reflector. 

919  1-Lgt.  Toggle  Sw.  18"  Bulb.  With  Reflector. 

|909  4  1-Lgt.  Toggle  Sw.  12"  Bulb.  With  4  4"  dia.  Plate 

*9194  1-Lgt.  Toggle  Sw.  18"  Bulb.  With  4  4"  dia.  Plate 

1012  1-Lgt.  Toggle  Sw.  12"  Bulb.  Back  2  4"  x  154" 


1018  1-Lgt.  Toggle  Sw.  18"  Bulb.  Back  24"  x  21" 
1022  -1-Lgt.  Toggle  Sw.  12"  Bulb.  With  44"  dia.  Plate 

1028  1-Lgt.  Toggle  Sw.  18"  Bulb.  With  4  4”  dia.  Plate 
1032  — 1-Lgt.  Toggle  Sw.  12"  Bulb.  With  Reflector. 

1038  — 1-Lgt.  Toggle  Sw.  18"  Bulb.  With  Reflector. 

*1042  — 1-Lgt.  Toggle  Sw.  12"  Bulb.  With  Reflector. 

*1048  1-Lgt.  Toggle  Sw.  18"  Bulb.  With  Reflector. 

1052  — 1-Lgt.  Toggle  Sw.  12"  Bulb.  With  Opal  Gl.  Cyl. 
1058  — 1-Lgt.  Toggle  Sw.  18"  Bulb.  With  Opal  Gl.  Cyl. 
fl062  — 1-Lgt.  Toggle  Sw.  12"  Bulb.  With  Opal  Gl.  Cyl. 
fl068  — 1-Lgt.  Toggle  Sw.  18"  Bulb.  With  Opal  Gl.  Cyl. 


*Not  Shown  Same  as  1032  and  1038,  but  with  4 V&"  dia-  Plate.  fNot  Shown — Same  as  1052  and  1058.  but  with  4V4"  dia.  Plate. 

JNot  Shown — Same  as  909  and  919,  but  with  4V&"  dia.  Plate. 

All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number.  Stock  Finish:  Polished  Chrome. 
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BRACKETS 


905-CG-I2  "BULB 
905  -BG-I2  "BULB 
91  0  -  CG  -18"  BULB 
9  10  -  BG  - 18  "  BULB 


906  -CG  -12  "  BULB 
906  -  BG  -12  "  BULB 
9M  -  CG  -18"  BULB 
911  -  BG  - 18 "  BULB 


908-12  "BULB 
9  l  3  -  18"  BULB 


907-12  "BULB 
912  -  18"  BULB 


9  <56  -12"  BULB 
9  II  -  18  "  BULB 


905-CG— 1-Light. 

905- BG— 1-Light. 
910-CG— 1-Light. 

910- BG— 1-Light. 

906  -1-Light. 

911  — 1-Light. 

906- CG— 1-Light. 
906-BG— 1-Light. 

911- CG— 1-Light. 
911-BG— 1-Light. 

907  -2-Light. 

912  — 2-Light. 

908  -1-Light. 

913  -1-Light. 
Number  908  And  913  Only 


Switch.  Clear  Glass  Fins. 
Switch.  Blue  Glass  Fins 
Switch.  Clear  Glass  Fins 
Switch.  Blue  Glass  Fins 
Switch.  Crystal  Rod  Each  Side 
Switch.  Crystal  Rod  Each  Side 
Switch.  Clear  Glass  Fins 
Switch.  Blue  Glass  Fins 
Switch.  Clear  Glass  Fins 
Switch.  Clear  Glass  Fins 
Switch.  Copper  Bar  Between. 
Switch.  Copper  Bar  Between 

Switch _ _ _ _ 

Switch . . . . . . 


Back  2U"  x  13  J4" 

. Back  2%"  x  13'/' 

. . Back  2  VA"  x  19'  /' 

.  Back  2%"  x  19 y2" 

. . Back  3i i"  x  16" 

. Back  3i i"  x  22" 

.  Back  3M"  x  16" 

. Back  314"  x  16" 

. . . Back  334"  x  22" 

. Back  314"  x  22" 

.  Back  314"  x  16" 

..Back  314"  x  22" 
Back  16"  Long.  Plate  4 J4"  dia. 
Back  22"  Long.  Plate  4 14,"  dia. 


Can  Be  Furnished  With  Convenience  Outlet— Add  “C”  After  Number.  Stock  Finish  :  Polished  Chrome. 


F  51 


I 


ttll75  - 
111176 
111178 
ol260 
*1270 
11271 
11271C 

11275 

11276 
11278 
11281 
11281C 


-3-Light. 

-1-Light. 

-2-Light. 

-1-Light. 

-2-Light. 

-1-Light. 


Keyless. 

Keyless. 

Keyless. 

Keyless. 

Keyless. 


60-Watt 
60-Watt . 
60-Watt 

1  60-Watt 

2  60-Watt 


3 

1 

2 


Push  Switch.  1  75-Watt _ 

With  Convenience  Outlet.  Same  as  above. 
3-Light.  Keyless.  3  60-Watt . 

1- Light.  Keyless.  1  60-Watt 

2- Light.  Keyless.  2  60-Watt . 

1-Light.  Pull  Chain.  1  60-Watt . 

With  Convenience  Outlet.  Same  as  above. 


tt  Polished  Chrome  Finish — White  Glass  with  Clear  Louvres. 

*  Heavy  Steel  Box.  Cast  Aluminum  Frame.  Square  Lucent  Glass. 


10"  Dia.  Glass.  Width  14" 

.  6"  Dia.  Glass.  Width  12" 

.  8"  Dia.  Glass.  Width  10" 

Inside  Frosted  Glass.  Width  534".  Length  694" 

. Box  734"  x  734".  Frame  9"  x  9" 

. Length  934".  Width  434".  Ext.  3%" 

. . . 10"  Dia.  Glass 

. . . 6"  Dia.  Glass 

. 8"  Dia.  Glass 

. . . . . Back  Dia.  5J4".  Ext.  734" 


o  Vapor  Proof  with  Rubber  Gaskets.  Chrome  on  Brass. 

I  Wooden  Rings — White  with  Red,  Blue,  and  Green  Symbols. 
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FIXTURES 


1230  -1-Light. 

1231  1-Light. 
1265 — 1-Light. 
1266  1-Light. 
1268  1-Light. 


Pull  chain.  60-watt . . . . Back  6}^*  x  3 ^ 2 "  Ext.  7  Yi" 

Pull  chain.  60-watt .  .  .  . Back  5"  dia.  Ext.  7^" 

Keyless.  150-watt  .  ...Base  dia.  4".  Glass  4"  x  10" 

Keyless.  100-watt . Base  dia.  4".  Glass  4"  x  8" 

Keyless.  75-watt .  . Base  dia.  4".  Glass  4"  x  6" 

Glassware — White  with  clear  louvred  bottom  and  rings. 

All  Ceiling  Fixtures  Can  Be  Furnished  With  Pull  Switch — Add  “P”  After  Number. 

All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number. 

Stock  Finish:  Polished  Chrome 
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CHROME  BATHROOM 


920 — 1-Light.  Turn  Switch.  Opal  Glass.  60-Watt _ _ _ _  _  Back  4 y/'-  Ext.  5" 

924 — 1-Light.  Turn  Switch.  For  Ball  Lamp .  . .  Back  4  Ext.  4" 

947 — 1-Light.  Turn  Switch.  For  Ball  Lamp.  .  .  .  .  . Back  .  Ext.  2%' 

970 —  1-Light.  Turn  Switch.  Opal  Glass.  60-Watt .  Back  3%"  x  4%".  Ext.  5" 

971 —  1-Light.  Turn  Switch.  For  Ball  Lamp  .  Back  x  4%".  Ext.  4" 

977 — 1-Light.  Pull  Switch.  Tubular  Bulb.  Opal  Glass .  Back  3%"  x  .  Ext.  5" 

979 — 2-Light.  Pull  Switch.  Lucent  Glass.  2  60-Watt .  Back  3%"  x  4 Y\" .  Ext.  4 }/%' 

981 — 1-Light.  Turn  Switch.  Opal  Glass.  Tubular  Bulb .  . Back  3%"  x  4  Ext.  4" 


All  Brackets  Can  Be  Furnished  With  Convenience  Outlet— Add  “C”  After  Number. 

Stock  Finish:  Polished  Chrome. 
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FIXTURES 


868 — 1-Light. 
931 — 1-Light. 
937 — 1-Light. 
940 — 1-Light. 
949 — 1-Light. 
951—1-Light. 
958 — 1-Light. 
992 — 1-Light. 


Keyless.  60-Watt . 

Pull  Chain.  60-Watt 

Keyless.  60-W  att . 

Pull  Chain.  60-Watt 
Keyless.  25-Watt 
Keyless.  100-Watt 
Keyless.  100-Watt 
Turn  Switch.  60-Watt 


Depth  3 H".  Width  634" 

.  Back  Dia.  5".  Ext.  734" 

Base  Dia.  5”.  Glass  2  34"  x  6" 
...  Back  634"  x  334".  Ext.  634" 

. . Base  Dia.  534" 

.  Base  Dia.  5".  Special  Fitter 

Base  Dia.  534"-  Screw  Collar  Type 
_ Back  Dia.  434".  Ext.  4J4" 


All  Ceiling  Fixtures  Can  Be  Furnished  With  Pull  Switch — Add  “P”  After  Number. 


All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number. 


Stock  Finish:  Polished  Chrome. 
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KITCHEN  FIXTURES 


973 

-1-Light. 

Keyless. 

7  5- Watt 

974 

-1-Light. 

Keyless. 

100-Watt 

975 

-3-Light. 

Keyless. 

3  60- Watt 

976 

-1-Light. 

Keyless. 

1  60-Watt 

978 

-2-Light. 

Keyless. 

2  60-Watt . . 

983 

—1 -Light. 

Keyless. 

With  Glass  Louvre 

984 

-1-Light. 

Keyless. 

With  Glass  Louvre 

All  Fixtures  Can  Be  Furnished  With  Pull  Switch — Add  “P”  After  Number. 
Stock  Finish:  Chrome.  Glass:  Opal — Frosted  Louvres — Clear  Lines. 


..Glass  334"  x  6" 
Glass  4"  x  8" 
Glass  Dia,  10" 
Glass  Dia.  6" 
Glass  Dia;.  8" 
Glass  3J4'"  x 
Glass  4"  x  8%" 
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DUROCK 

outlasts  the J 
building  • 


DUROCK 

cannot :  | 
hold  dirt  • 


(;  mi  \  i; 

"DUROCK”  CHINA 

Lighting  Fixtures 

ILLUSTRATED  IN  THIS  SECTION 


DUROCK 

will  not  I 
chip  off  • 


DUROCK 

will  never 
erase  • 


Durock  is  the  same  high-grade  vitreous  china  as  that 
of  fine  tableware.  Being  fired  under  extreme  heat,  the 
glossy  surface  and  fine  flint  underbody  are  permanently 
fused  together  and  cannot  be  separated.  Durock  will 
never  chip,  craze  or  crack.  The  surface  is  impenetrable. 
It  will  never  tarnish  or  discolor. 

So  hard  and  smooth  is  the  surface  of  Durock  that 
liquids  or  atmospheric  elements  that  would  penetrate 
and  discolor  other  sorts  of  ware,  have  no  effect  on  it. 
The  reason  for  Durock  Lighting  Fixtures  having  such 
a  hard,  durable  surface  is  that  they  are  fired  under  the 
same  high  heat  as  fine  plumbing  fixtures,  which  must 
withstand  every  test  for  permanence  and  sanitation. 
Durock  Fixtures  are  as  easily  cleaned  as  a  china  plate. 
When  once  installed,  they  will  give  continuous  satis¬ 
factory  service,  and  while  not  expensive,  yet  will  last 
indefinitely. 


DUROCK 

is  strain  ^ 
proof  • 


Stock  Color:  White 

The  following  Standard  Sanitary  Mfg.  Co.  Colors  Furnished  on 
Request  Only:  Ming  Green;  Orchid  of  Vincennes;  Clair  de  Lune 
Blue;  Rose  Du  Barry;  Ivoire  de  Medici;  Ionian  Black;  Tang  Red; 
Royal  Copenhagen  Blue;  St.  Porchaire  Brown;  Persian  Brown. 
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PORCELAIN 


: 


610 — 1-Light. 

790 —  1-Light. 

791 —  1-Light. 
799 — 2-Light. 

2128  -1-Light. 
2129—1-Light. 

2708— 1-Light. 

2709 —  1-Light. 

2710 —  1-Light. 


Turn  Switch.  Opal  Glass.  60-Watt . 

Levolier  Toggle  Switch.  Opal  Glass.  60-Watt 

Levolier  Toggle  Switch .  . 

Pull  Switch.  Lucent  Glass.  2  60-Watt . 

Levolier  Toggle  Switch  _  _ 

Levolier  Toggle  Switch.  Opal  Glass.  60-Watt 

Turn  Switch. . . . . . . . 

Pull  Chain.  Opal  Glass.  60-Watt.  . 

Turn  Switch.  Opal  Glass.  60-Watt.. 


Back  Dia.  A  M" .  Ext.  4  y" 
Back  4 M"  x  4 Ext.  Al/2" 
Back  AM"  x  AM".  Ext.  Ay" 
Back  AMs"  x  5 M".  Ext.  h]/2" 
Back  AM"  x  7 y2" .  Ext.  A\i" 
Back  AM"  x  1V2".  Ext.  5M" 
Back  AM"  x  6M"-  Ext.  AM" 
Back  AM"  x  6"  .  Ext.  8 %" 

Back  AM"  x  6M"-  Ext.  5 y2" 


All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number. 

Stock  Color:  White 

The  Following  Standard  Sanitary  Mfg.  Co.  Colors  Furnished  on  Request  Only:  Ming  Green;  Orchid  of  Vincennes;  Claire  de  Lune  Blue; 
Rose  Du  Barry;  Ivoire  de  Medici;  Ionian  Black;  Tang  Red;  Royal  Copenhagen  Blue;  St.  Porchaire  Brown;  Persian  Brown. 
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FIXTURES 


637  -1-Light. 
640 — 1-Light. 

673 —  1-Light. 

674 —  1-Light. 
2037 — 1-Light. 
2067—1-Light. 
8910 — 1-Light. 


Pull  Switch.  Opal  Glass.  60-Watt . Back  x  51^".  Ext.  ly.  2J4"  Holder 

Pull  Switch.  Lucent  Glass.  60-Watt . . Back  4 y%"  x  6”.  Ext.  634" 

Keyless.  Opal  Glass.  75-Watt . Base  Dia.  5%'.  Glass  3  l/i"  x  6%" 

Keyless.  Opal  Glass.  100-Watt . . . ..  Base  Dia.  534".  Glass  4"  x 

Keyless.  Opal  Glass.  60-Watt .  .  Base  Dia.  4%".  Ext.  73^".  2 \i"  Holder 

Keyless _  _ _ _ _ _  _ _ _ _ _  _  Base  Dia.  4%" 

Keyless.  Enamel  Glass.  Clear  Bottom  Louvre . . Base  Dia.  4  Glass  4"  x  lOJkg" 


All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number. 
All  Ceiling  Fixtures  Can  Be  Furnished  With  Pull  Switch— Add  “P”  After  Number. 


Stock  Color:  White 

The  Following  Standard  Sanitary  Mfg.  Co.  Colors  Furnished  on  Request  Only:  Ming  Green;  Orchid  of  Vincennes;  Clair  de  Lune  Blue; 
Rose  Du  Barry;  Ivoire  de  Medici;  Ionian  Black;  Tang  Red;  Royal  Copenhagen  Blue;  St.  Porchalre  Brown;  Persian  Brown. 
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PORCELAIN 


145 — 1-Light.  Turn  Switch  . Back  734"  x  434" 

205 — 1-Light.  Turn  Switch . . Back  6:{4"  x  434" 

245 — 1-Light.  Levolier  Toggle  Switch . . . Back  6*54"  x  434" 

*365 — 1-Light.  Pull  Switch . Back  6"  x 

450 — 1-Light.  Keyless.  150-Watt  . .  . . . Base  dia.  6" 

455 — 1-Light.  Keyless.  150-Watt . . .  . . . ' _ 4. . . Base  dia.  6" 

480 — 1-Light.  Levolier  Toggle  Switch . . . .  . .  .  ..Back  634"  x  4" 

*495 — 1-Light.  Pull  Switch  60-Watt . . Back  7"  x  434" 

620—1-Light.  Levolier  Toggle  Switch . Back  734"  x  434" 

*  Furnished  with  Ivory  Glass.  °  Furnished  with  Opal  Glass. 


All  Brackets  Can  Be  Furnished  With  Convenience  Outlet — Add  “C”  After  Number. 

Stock  Color:  White. 

The  following  Standard  Sanitary  Mfg.  Co.  Colors  Furnished  on  Request  Only:  Ming  Green;  Orchid  of  Vincennes;  Clair  de  Lune  Blue;  Rose  Du 
Barry;  Ivolre  de  Medici;  Ionian  Black;  Tang  Red;  Royal  Copenhagen  Blue;  St.  Porchalre  Brown;  Persian  Brown. 
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FIXTURES 


250 — 1-Light. 
*448 — 1-Light. 

2035— 1-Light. 

2036— 1-Light. 
2038 — 1-Light. 
2040 — 1-Light. 
2055 — 1-Light. 
2060 — 1-Light. 
2065 — 1-Light. 


Keyless. 
Keyless. 
Keyless. 
Keyless. 
Keyless. 
Keyless. 
Keyless. 
Keyless. 
Keyless _ 

*  Vapor 


100-Watt 

75-Watt 


Base  734"  dia. 
Base  4j34"  dia. 


Glass 

Glass 


150-Watt. 
No  Glass 


Base  434"  dia. 
Base  434"  dia. 
Base  434"  dia. 
Base  63 4"  dia. 
Base  5i i" 


Furnished  Keyless  Only. 


proof  Construction,  Threaded  fitter  With  Rubber  Gasket. 

Glassware:  Opal  Glass  Only. 

All  Ceiling  Fixtures  Can  Be  Furnished  With  Pull  Switch — Add  “P”  After  Number. 


10" 
6" 
5" 
5" 
5" 
8" 

dia.  Fitter  4" 
Base  434"  dia. 
Base  4%"  dia. 


Glass  2  34"  x 
Glass  2  34"  x 
Glass  2  34"  x 
Glass  4" 


Stock  Color:  White. 

The  Following  Standard  Sanitary  Mfg.  Co.  Colors  Furnished  on  Request  Only:  Ming  Green;  Orchid  of  Vincennes;  Clair  de  Lune  Blue;  Rose  Du 
Barry;  Ivolre  de  Medici;  Ionian  Black;  Tang  Red;  Royal  Copenhagen  Blue;  St.  Porchaire  Brown;  Persian  Brown. 
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